NDEX OF PRODUCT CATEGORIES 





A/D & D/A SIGNAL CONVERTERS (SEE: 
SIGNAL CONDITIONING AND 
CONVERSION) 


ALARMS AND ANNUNCIATORS 


ANALYTICAL INSTRUMENTATION 
Combustion Analyzers : 
Combustion Detectors 2.............cccececeeeeneeees 
Fe GOD PIG anesnncncesccccccccesccncsesee 
Gas Chromatographs .. 
Gas Monitors ‘ 
Gas Samplers 
Liquid Chromatographs 
Liquid Dissolyed Component Analyzers 
Liquid pH Arfalyzers .......... aes 
Oil-In-Water AnalyZers ...............ccccceeseeeenes 
Specific Gas Element eee — Co, 

etc.) 

Vibration 


BATCH CONTROL SYSTEMS (SEE: 
CONTROL SYSTEMS, INTEGRATED) 


COMPONENTS, ELECTRONIC, PASSIVE 
Circuit Breakers and Fuses 
Control Wires and Cables 
Electrical Connectors and Terminals, Terminal 
Blocks, and Strips ..... 


COMPUTERS, INDUSTRIAL 
Cell and Area Controls Systems . 
Computers, General Purpose 
Industrial Workstations 


COMPUTER PERIPHERALS (SEE ALSO: 
DATA DISPLAY —— 
Bar Code Readers .............. 
CRT Terminals, 
Environmentally-Hardened 
CRT Terminals, Touchscreen 
Disk Drives ..... 
Keyboards 


a ere ; 

Speech Synthesis and Voice Recognition 

Terminals, Remote, Portable and 
Hand-Heid 


CONTROL SYSTEMS, INTEGRATED 
Analog Control Systems 
Batch Control System 
Continuous Process Control Systems 
Distributed Contro! Systems 
Pneumatic Control Systems 
SCADA Systems 


CONTROLLERS, GENERAL PURPOSE 
(SEE ALSO: FLOW, LEVEL, 
PRESSURE, AND TEMPERATURE 
CONTROL) 

PID Controllers, Adaptive Gain 

PID Controllers, Multiloop and Single-Loop 
Pneumatic Controllers 

Universal Process Controllers 20.00.0202... 7 


COUNTERS (SEE: TIMERS, COUNTERS, 
AND SEQUENCE CONTROLLERS) 


DATA ACQUISITION 

Data Loggers oe 

Front-end Devices for Computers 

Industrial Computer |/O Cards for Data 
Acquisition ......... 

1/O Interface Systems for ‘Computers 

Portable and Remote Data Acquisition 
Systems 

Process Measurement Scanners 

Standalone Data Acquisition Systems 


DATA DISPLAY DEVICES 
Alphanumeric Dispiays 
Analog Panel Meters. ...................... 
Bargraphs 
Digital Pane! Meters 
Display Consoles and Panels 
Pneumatic Indicators 
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Programmable Message Displays 


DENSITY AND SPECIFIC GRAVITY 
MEASUREMENT 


DISPLACEMENT AND POSITION 
MEASUREMENT (SEE ALSO: 
ROTATION SENSORS AND 
ENCODERS) 

Angular Displacement Sensors 
Linear Position Sensors ...... 
Mechanical Displacement Sensors 


ELECTRONIC POWER CONTROLLERS 
AND POWER SUPPLIES 
AC Line Conditioners .. ‘ 
Current/Power Source Regulators and 

Controllers ..... PRE 

DC/DC Converters 
Energy Monitors 
Frequency Changers 
Inverters, DC/AC 
Inverters, DC/DC 
Line Frequency Monitors 
Phase Angle Controls 
Phase Monitors 
Power Amplifiers 
Power Controllers 
Power Rectifiers, Thyristors, etc 
Power Supplies, Encapsulated/Modular 
Power Supplies, Ferro Resonant, 
Power Supplies, 400 Hz ... 
Power Supplies, High Current . 
Power Supplies, High Voltage 
Power Supplies, Linear .......... 
Power Supplies, Low Voltage 
Power Supplies, Programmable 
Power Supplies, Series Regulated 
Power Supplies, Switching 
Power Supplies, Unregulated 
Power Supplies, Variable Frequency 
Surge and Transient Protectors 
Transformers, Isolation 
Transformers, Power ‘ 
Uninterruptible Power Systems 


ENCLOSURES 
Consoles 
Electrical Enclosures 
Electronic Enclosures 
Environmental Enclosures 
Explosion-Proof Enclosures 


ENCODERS (SEE: ROTATION SENSORS 
AND ENCODERS) 


FLOW MEASUREMENT AND CONTROL 
Anemometers. ....... 53 
Flow Calibration instruments ...... 53 
Flow Computers. ............. ’ . 53 
Flow Controllers and Regulators inahemsitnie; ae 
Flow Indicators and Recorders iccccinies 
Flow Sensors ............ sabieedida 7 54 
Flow Totalizers ..... en mn . 
Flow Transmitters ........... ditties 
Flowmeters, Coriolis Type peal 55 
Flowmeters, Differential Pressure 55 
Flowmeters, Electromagnetic ........ 56 
Flowmeters, Flow Nozzles and Tubes : 56 
Flowmeters, Mass - sit — 
Flowmeters, Open Channel 56 
Flowmeters, Orifice Plate ‘ .. & 
Flowmeters, Pitot Tube pnliiadinaiinesiadell 
Flowmeters, Positive Displacement .... 56 
Flowmeters, Propeller and Turbine . 57 
Flowmeters, Sight Flow we peinsanininants Saat 
Flowmeters, Thermal : es 57 
Flowmeters, Ultrasonic .... ecmecient! 
Flowmeters, Variable Area/Rotameter ‘ 57 
Flowmeters, Venturi ' hes died 57 
Flowmeters, Vortex- Shedding coment 58 


FORCE AND TORQUE MEASUREMENT 
58 


HUMIDITY MEASUREMENT 
Humidity Controllers and Regulators 
Humidity indicators and Recorders 
Humidity Sensors 
Hygrometers 


HYDRAULIC AND PNEUMATIC 
COMPONENTS 
Directiona! Control Valves 
Fittings, Hose/Pipe/Tube 
Pneumatic Logic Components 
Proportional Valves 
Pumps 
Regulators 
Servo Valves 


LEVEL INSTRUMENTATION AND 

CONTROL 

Ball-Float Level Sensors 

Capacitive Level Sensors 61 
Conductive Level Sensors 61 
Differential Pressure Level Sensors 61 
Float-Tape Level Sensors 61 
Level Controllers 61 
Level Indicators and Recorders 62 
Level Transmitters 64 
Magnetic Float Level Sensors 64 
Nuclear Level Sensors 64 
Photoelectric Level Sensors 64 
Resistive Level Sensors 64 
Sight Level Gages 64 
Strain-gage Level Sensors 64 
Ultrasonic Level Sensors 64 


LOCAL AREA NETWORKS 
Arcnet Components and Systems 65 
Bitbus Components and Systems 65 
Ethernet Components and Systems 65 
Fiber Optic LAN Cables and Components .. 65 
MAP Components and Systeris 65 
Multiplexers : 65 
Other Baseband, Broadband LAN Cables and 
Components 66 


MACHINE CONTROL SYSTEMS 
CNC—Computerized Numerical Control 
Systems 
DNC—Distributed Numerical Control 
Systems 
NC—Numerical Control Systems 


MECHANICAL DRIVE ELEMENTS 
Actuators (Linear and Electric) 66 
Brakes ‘ 67 
Clutches 67 
Drive Elements .. 67 
Electromechanical Servo and Synchro 

Components 67 
Flexible Shafts 67 
Gear Boxes and Heads 67 
Indexing Systems 67 


MICROCOMPUTER PRODUCTS, BOARD 
LEVEL 
Card Cages .. 67 
IBM PC Bus- Compatible Cards 68 
Multibus-Compatible Cards 68 
STD Bus-Compatible Cards 68 
VME Bus-Compatibie Cards 70 
Q-Bus-Compatible Cards 70 
Other Bus-Compatible Cards 70 


MODEMS (SEE: LOCAL AREA 
NETWORKS) 


MOTORS 
AC Motors 
DC Motors 
Gear Motors 
Hydraulic and Pneumatic Motors 
Linear Motors 
Pancake Motors 
Stepper Motors 
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MOTION CONTROL AND MOTOR 
CONTROL 


Motion Control Systems 
Motor Braking Systems 
Motor Controllers, AC/DC (All Types except 


MULTIPLEXERS (SEE: LOCAL AREA 
NETWORKS) 


PNEUMATIC CONTROL SYSTEMS (SEE: 
CONTROL SYSTEMS, INTEGRATED; 
HYDRAULIC AND PNEUMATIC 
COMPONENTS) 


POWER SUPPLIES (SEE: ELECTRONIC 
POWER CONTROLLERS AND POWER 
SUPPLIES) 


PRESSURE MEASUREMENT AND 
CONTROL 


Pressure Controllers and Regulators 
Pressure indicators and Recorders 


Pressure Transmitters . 

Portable Pressure Instruments 
PROGRAMMABLE CONTROLLERS 

Programmable Logic Controllers (PLC) 

Third-party Peripheral Devices for PLCs 

Third-party Software for PLCs 


PROXIMITY DETECTION 


Proximity Indicators and Recorders 


RECORDERS, GENERAL PURPOSE 
(SEE: FLOW, LEVEL, PRESSURE, AND 
TEMPERATURE MEASUREMENT) 


RELAYS 


85 
.. 85 
88 
89 
89 
89 
90 
90 
90 
90 
90 


ROTATION SENSORS AND ENCODERS 
Rotary Shaft Position Encoders 
Rotary Variable Transducers 


SENSORS (OTHER THAN DENSITY, 
DISPLACEMENT, Wy HUMIDITY, 


TIMERS, COUNTERS, AND ND SEQUENCE 
CONTROLLERS) 


SERVOMOTORS (SEE: MOTORS) 
SIGNAL CONDITIONERS AND 
RTERS 


Filters, Signal, EMI, RFI oon... ccccesecceneeee ; 


92 Generators 


.. 92 Hi-Pot Testers 
.. 92 Leak Detectors and Monitors - 
. 82 Logic Analyzers 





ABLE LE CONTROLLERS 
CONTROL SYSTEMS, INTEGRATED) 
. 94 


Data Acquisition 
Industrial 1/O 
Local Area Networks 

Operating Systems 

Process Monitoring and Control 
Process Simulation 
Programming Languages 
Statistical Quality Control 








STEPPER MOTORS (SEE: MOTORS) 


SWITCHES (SEE ALSO: SWITCHES, 
LIMIT; SWITCHES, PROCESS 
VARIABLE) 



































SWITCHES, LIMIT 


SWITCHES, PROCESS VARIABLES 
Process Variable Switches 
Speed Switches 





TEMPERATURE CONDITIONING 
Air Conditi 





Blowers and Fans 
Heat Exchangers and Heat Pipes 

TEMPERATURE MEASUREMENT AND 
CONTROL 

















Resistive Thermal Detectors (RTDs) 
Spectroradiometers 

Temperature Calibration instruments 
Temperature Controliers 


93 Multimeters ... = 
Noise Measurement instrumentation — 





Power Factor Meters 

Recorders 

Signal Monitors and Analyzers 
Spectrum Analyzers 

Tension and Compression Testers 
Test Leads 


TIMERS, COUNTERS, AND SEQUENCE 
CONTROLLE RS 
Cam Timers 


Crystal Oscillators 

Cycle Counters 

Elapsed-Time Indicators and Recorders ... 

Electronic Counters and Timers 

Event Counters and Recorders 

Interval Alarm Timers 

Mechanical and Electromechanical 
Counters 

Photoelectric Counters 

Programmers, Mechanical, and 
Electromechanical (Drum, etc.) 

Remote Time Displays 

Repeat Cycle Timers 

Sequencers and Sequencing 
Programmers 

Single-Shot Timers 

Time-Ramp Programmer 

TRANSMITTERS, PROCESS VARIABLE 

(SEE: FLOW, LEVEL, PRESSURE, AND 

TEMPERATURE MEASUREMENT AND 

CONTROL) 


VALVE ACTUATORS AND 
ACCESSORIES 
Valve Actuators, Electric, Solenoid 
Valve Actuators, Motor Driven 
Valve Actuators, Electrohydraulic 
Valve Actuators, Hydraulic 
Valve Actuators, Pneumatic .... 
Vaive Position Transmitters 
Valve Positioners 


VALVES, CONTROL 
Diaphragm Valves 
Fire Safe Valves 
Float Valves ... 
Globe Valves 
Pinch Valves 
Relief Valves 

















VISION SYSTEMS 
Closed Circuit TV Equipment and Systems 
(CCTV) 
Color Comparators, Controllers, and 
Indicators 
Machine Vision Systems 
Optical Measurement Equipment .... 
WEIGHT MEASUREMENT 
Basic Weight Gages 
Counting Scales 
Crane Scales 

















Weight Indicators and Recorders 
Weight Systems 


Temperature Indicating Crayons, Dots, Labels, 


Paints 
Temperature Indicators and Recorders 
Temperature Transmitters 
Thermal Irnaging Camera Systems 
Thermistors .. 











TEST EQUIPMENT 
Automatic Test Equipment and Systems .. 
Capacitance 


Circuit Analyzers and Monitors 
Frequency Counters 
Gaussmeters 
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